INTERIOR  OF  THE  OLD  CATHEDRAL  SHOWING  MAGNIFICENT  PAINTING  OF  CRUCIFIXION,  V1NCENNES,  IND 


IN  THE  CRYPT  OF  THIS  CHURCH  LIE  THEt^^MI^^^^^T^^^^^ST^^^U^^^^^^^^^F^^^^^^^C^^^^^CM^^ESE 


THE  OLD  CATHEDRAL— The  ulterior  of  this 
historic  edifice  is  beautiful.  The  magnificent 
pillars  supporting  the  ceiling  are  immense 
sycamore  trees  covered  with  masonry.  Three 
exquisite  murals  adorn  the  sanctuary.  The 
crucifixion  is  front  the  brush  of  the  great 
European  artist,  Lamprecht.  The  stations  of 
the  cross  were  painted  in  Europe  and,  by  a 
special  act  of  Congress,  were  admitted  to  the 
United  States,  duty  free.  This  church  erected 
in  1826  is  used  daily. 
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